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AMERICAN  BEECH 
(Fagus  grandifolia) 
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1/  Trees  climbed  and  measured  by  personnel  of  Work  Projects  Administration 
Official  Project  65-1-42-166  - "The  Ohio  Woodland  Survey."  Measurements 
taken  at  12-foot  log  lengths  above  a 1.0-foot  stump  height.  Scaled  as 


12-foot  logs,  and  additional  shorter  top  logs;  top  sections  less  than  8 
feet  in  length  scaled  as  fractions  of  an  8-foot  log.  Table  prepared  in  1941 
by  the  equation  method.  Coefficient  of  multiple  correlation  (R)  - .990. 

The  band  of  the  standard  error  of  estimate  is  86.2  to  115.8  percent.  Block 
shows  limits  of  basic  data. 

The  total  estimated  gross  volume  of  single  beech  trees  or  stands 
should  be  corrected  for  cull  (including  defect,  sweep,  crook,  shake,  etc.) 
by  a percentage  reduction.  This  percentage  should  be  determined  locally 
through  observing  the  cull  elements  and  through  local  experience  of  mi  Ilmen 
as  regards  losses  from  rot,  shake,  etc.,  in  utilizing  this  species. 
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